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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 
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PROTECTED BY COPYRIGHT 



AMENDMENT NO. 1 MARCH 1988 

TO 

IS:5918-198A SPECIFICATION FOR TArF>R PIN, 
MACHINE REAMERS WITH MORSE TAPER SHANKS 

(First Revision) 



( Page 1, clause 2.1, second sentence ) 
Substitute the following for the existing matter: 

"The cone angle tolerance shall be --AT8 as 
given in IS:7615-1975 'System of cone tolerances*." 

(EDC A5) 

Reprography Unit, BIS, New Delhi, India 



AMENDMENF NO. 2 APRIL 1990 

10 

IS 5918: 1984 SPECIFICATION FOR TAPER PIN, 

MACHINE REAMERS WITH MORSE TAPER SHANKS 

( First Revision) 

( Page I, clause 2, Figure and Tabic ) — Substitute ' h' for ' W and ' /j' 
for ' /v. 

( Page 2, clause 6, Designation Example ) — Substitute 'Taper Pin Machine 
Rcainer 10 IS 5918'/<»r 'Reamer 10 IS : 5918" 



(PEIO) 
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( First Reprint NOVEMBER 1991 ) 



IS : S91t - 1984 
( Rcidlriiicd 1989 ) 



Indian Standard 

SPECIFICATION FOR 

TAPER PIN, MACHINE REAMERS WITH 

MORSE TAPER SHANKS 

( First Revision ) 
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1. $cop« — Covers the dimeneione and requirements for taper pin machine reamers with morse 
taper shanks, used for producing tapered holes for taper pins conforming to IS : 6688-1972 
'Specification for taper pins'. 

2. Dimensions — Shall be as given in Table 1. 
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TABLE 1 DIMENSIONS FOR TAPER PIN, MACHINE REAMERS WITH MORSE TAPER SHANKS 

All dimensions In m II li metres. 

f9M 




ENLARGED 
END VIEW 



d 
Nom 



10 

"12 



16 



20 



25 



30 



40 



di 



6*2 



7-8 



10-6 



13-2 



15-6 



</. 



4*9 



5*9 



79 



99 



11-8 



20-0 


15-8 


244 


19-8 


29 8 


24-7 


35-2 


297 



458 



39-7 



6*38 



8 00 



10 80 



13*40 



16 00 



20 40 



24 80 



30-/0 



_36;^I0_ 
46 50 



J 55. 
187 



227 



257 



315 



335 



377 



427 



J75 
49^5' 



73 
"105" 



145. 



175 



210 



230 



250 



300 



320 



340 



10 



10 



10 



15 



15 



15 



/* 



60 



90 



130 



160 



180 



200 



220 



240 



260 



280 



Mores 
Tapsr 



80 I 56-0 497 | 56'90 550 360 J 1 5 800 5_ 

Nets — For the d nomioal, tho diameter d corresponds to the nominal diameter of the taper pin. 



2.1 The taper en taper pin reamers shall be 1:50. The cone angle tolerance shall be AT 8 in 
accordance with IS : 7615-1975 'System of cone tolerances*. 
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3. Tolerances — Tolerances on cutting Ungth /i and overall length / shall be as given below { 

All dlm*nalens in mlHlmatraa. 



Cuttino Length /i and 
Overall length / 


Tolerenee 


Over 


Up to and Including 


30 


120 


±1-5 


120 


315 


=4:20 


315 


1000 


db3-0 



4. General Requirements 

4.1 f/afes — Unless otherwise specified, left hand spiral flutes for right-hand cutting shall be 

provided. 

4.2 For requirements not covered in this standard, It shall conform to the requirements given In 
IS : 5443-1984 Technical supply conditions for reamers ( first revision )\ 

5. Sampling — The sampling and criteria of acceptance shall be In accordance with IS : 7778-1975 

'Methods for sampling small tools*. 

6. Designation — A taper pin, machine reamer with morse taper shank having diameter cf— 10 mm, 
made from high speed steel and conforming to this standard, shall be designated as : 

Reamer 10 IS : 5918 

7. Certification Marking — Details available with the Bureau of Indian Standards. 



EXPLANATORY NOTE 

This standard was first published in 1970 and has been revised to bring It In line with the 
work done at ISO level. Earlier this standard had covered the sizes from 1*6 mm to 50 mm. Now 
as small sizes are being covered in the specification for taper pin machine reamers with parallel 
shanks, sizes 5 and above are included in this standard. Moreover, there are some changes In 
some other related dimensions which have been brought in line with ISO : 3467-1975. All the 
dimensions given in this standard now conform to that ISO standard. In addition, the surface 
roughness of cutting portion and tolerances for cutting length and overall length have also 
been specified. 

In tha preparation of this standard, considerable assistance has been drawn from the 

following standards : 

ISO 3467-1975 'Machine taper pin reamers with morse taper shanks. 
International Organization for Standardization (ISO). 

DIN 2180-1975 'Machinen*Kegelreibachlen fur Kegchstiftbohrungen suit Morsekegelschaft* 
(Machine taper pin reamers with morse taper shank). Deutsches Institute fur 
Normung (DIN). 

Taper pin machine reamers with morse taper shanks were earlier covered in IS : 1836-1061 
'Specification for reamers'. This standard apart from covering the taper pin machine reamers 
had also covered the dimensions and requirements for various types of reamers. In 1969, it was 
decided to withdraw IS : 1836 and to issue a series of standards covering various types of reamers 
and technical supply conditions in sfeparate standards. This standard Is one of the standard 
of that series. The other standards in the series are : 

IS : 5881-1984 'Taper pin, hand reamers {first revision)'. 

IS : 10851-1984 Taper pin. machine reamers with parallel shanks'. 



Reprography Unit, BIS, Nan Delhi. India ^ 



